




















































MUZZLELOADING BARREL 
OWNER’S MANUAL 


This Rifled Muzzleloading Barrel is designed for the Mossberg 500® 
and the Maverick 88™, 12 gauge, 6-shot, pump action shotguns. 


Safety and safe firearms handling is everyone’s responsibility. 







